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CONFIDENTIAL  SANTO  DOMINGO  004944 

SIPDIS 

FRC  FOR  RPSO  PROCUREMENT  OFC 

E.O.  12958:  DECL : 09/15/2023 
TAGS:  ASUP  AMGT  KSLG 

SUBJECT:  PURCHASE  OF  COMPUTER  EQUIPMENT  FOR  THE  CAA 

Classified  By:  Cynthia  Ruby  Tobal,  IPO,  Reason:  1.5(G) 

1.1 . (U)  Post  submits  the  following  information  for  the 

purchase  of 

unclassified  computer  equipment  to  be  used  in  the 

CAA. 


12.  (C)  HP  SCANJET  8250  DIGITAL  FLATBED  SCANNER  (C9932A) 

Specifications  and  warranty. 

Unit  Cost:  $899.99  quantity:  (1) 

Total  Cost:  $899.99 


13.  (U)  $899.99  DIGITAL  SCANNER  Fiscal  Data: 

19301130000-00-4116-343257-2112-3151 

14.  (U)  $135.00  Shipping  & Handling: 

19301130000-00-4116-343257-2112-2288 

15.  (C)  Please  provide  ordering  and  shipping  status  when 
known.  Ship  via  Diplomatic 

Pouch,  ATTN:  AMERICAN  EMBASSY  SANTO  DOMINGO  FOR 

IPO. 

HERTELL 


